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UNCLASSIFIED 

PAGE 01 STATE 091890 
ORIGIN EB-08 


Message Text 


INFO OCT-01 NEA-10 ISO-OO HUD-02 COME-OO /021 R 


DRAFTED BY NBS/COM H. STEFFEN PEISER 
APPROVED BY EB/OCA/CD:REDAY 
NEA/RA/DMORRISON (INFO) 

078188 110757Z/13 

R 10233 1Z APR 78 

FM SECSTATE WASHDC 

TO AMEMBASSY KATHMANDU 


UNCLAS STATE 091890 


E.O. 11652: N/A 


TAGS: ECRE, NP 

SUBJECT: ELECTRICAL CODES 


REF: KATHMANDU 1458 


1.) NATIONAL BUREAU OF STANDARDS INFORMS EMBASSY THAT THE 
NATIONAL FIRE PROTECTION ASSOCIATION'S VOLUME 1976 CONTAINS 
CODES AND STANDARDS NO. 70, "NATIONAL ELECTRICAL CODE." 

THIS IS THE BASIS FOR MOST STATE ELECTRICAL CODES IN THE 
USA. NBS IS FORWARDING, AT NO COST, THIS 1976 CODE (624 
PAGES) TO EMBASSY THROUGH THE POUCH WITH REFERENCE TO 
REQUESTING CABLE NUMBER ON ADDRESS LABEL. VANCE 


UNCLASSIFIED 
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